


vertising, the FTC recently accpeted a 
consent agreement with a manufac- 
turer of chain saws and its advertising 
agency. The FTC charged that the 
firm had claimed that its chain saw was 
rated best by a leading consumer pub- 
lication, although the rating was three 
years old when the claim was first 
made and the company’s competitors 
had made significant changes in their 
products. The FTC has also moved 
against companies making false claims 
about energy savings. 

In addition, the FTC has acted to 
prevent discrimination against elderly 
individuals when they seek credit, to 
protect consumers who have com- 
plained that companies backed out on 
specific warranties for their products 
and to tighten requirements applicable 
to mail order companies. 

‘*Consumer protection is an impor- 
tant function of government,’ says 
Muris, adding that good intentions are 
not enough. 

‘*By uniformly relying on careful 
economic analysis to guide our ac- 
tions,” he says, ‘“‘we have found the 
necessary tool to ensure that we pro- 
vide as much protection for consumers 


as possible.” 
al 


Reprinted with permission from Nation's Busi- 
ness, June 1983. Copyright 1983 by Nation's 
Business, Chamber of Commerce of the United 
States. 
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Obituary 
John W. Schneider 
1929-1983 





John Schneider, Certified Mem- 
ber of NHAS since 1976, passed 
away suddenly June 26th. Manager 
of the Montgomery Ward Hearing 
Aid Center in Tucson, Arizona, 
Mr. Schneider was a past President 
and Secretary of the Arizona Hear- 
ing Aid Society, former state 
Chairman of the Political Affairs 
Committee, and a Legislative 
Committee Member. 

He is survived by his wife and 
son. 











New Members 


CERTIFIED MEMBERS 
Jenefer Ali 

Kingston, Jamaica 
Gerald A. Amato 

St. Petersburg, FL 
James C. Arnold 
Asheville, NC 
Thomas Richard Atkins 
Fairfax, VA 
Raymond L. Bateman 
Visalia, CA 

Ursula Bezoier 
Zumbrota, MN 

James T. Bingham 
Sun City, AZ 
LuAnne Bloehs 

Mesa, AZ 

Pat M. Brown 

Green Bay, WI 

John Bradley Charles Bryant 
Queensland, Australia 
William A. Coglianese 
Waukegan, IL 
Daurece Cox 

Tyler, TX 

Lawrence E. Cox 
Tyler, TX 

John A. Davis 

Port St. Lucie, FL 
Stanley B. DeWeese 
Waynesville, NC 
Elona Domb 

N. Palm Beach, FL 
Kenneth S. Faigin 

W. Palm Beach, FL 
Edward C. Dunham 
St. Louis, MO 


Shari N. Goldberg 
Brooklyn, NY 


Eunice L. Hardy 
Abilene, TX 


Society Welcomes 





The National Hearing Aid Society ex- 
tends a cordial welcome to the follow- 
ing new members: 
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Joyce Heath 
Cottonwood, AZ 
Yogi Del Hicks 
Joplin, MO 
Kenneth R. Hill 
Yuba City, CA 


Norman S. Hillman 
Northbrook, IL 


Bill R. Huskey 

Vista, CA 

Phillip C. Kribbs 

W. Palm Beach, FL 
Richard F. Mahoney 
Vancouver, WA 

Catherine A. Manderscheid 
Las Vegas, NV 

William Frank McGee 
Baytown, TX 


John B. Mendoza 
Reseda, CA 


C. L. Miller 
Laguna Niguel, CA 


Charlsie Pritchard 
Dallas, TX 


Anthony R. Rella 
Staten Island, NY 


Glenn A. Ross 
Victoria, BC, Canada 
Arthur Shaw 

Reseda, CA 

Robert K. Shepard 
Moscow, ID 

Robert B. Shoemaker 
Aurora, CO 

Sharon Sirugo 
LaPorte, IN 

Judith A. Smith 
Ames, IA 


Maurice Waggoner 
E. Detroit, MI 








Your reputation returned intact. 


Otis A. Whitcomb 
Milwaukee, WI 


Patricia Jean Zarada 
Marshfield, WI 


REGISTERED/PROVISIONAL 


Landon T. Carey 
Mobile, AL 


Richard E. Conley 
Canton, OH 


Daniel DiRoma 
Inverness, FL 


Gilbert H. Magilen 
Vallejo, CA 

George T. Murray 
Amarillo, TX 

Sandra O’Leary Peters 
Kirkland, WA 


J. Jeff Stephen 
Ottawa, Ontario, Canada 
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A THE BEST!!! . 


Tt 
“xudionsl 


Unique noise-excluding 
enclosures for standard 


AY 


Continuing research and improvements have made 
AUDIOCUPS the largest seller in the world market. 


IF YOU USE AN AUDIOMETER 
YOU SHOULD HAVE AUDIOCUPS 


Even if you have a sound room, you need AUDIOCUPS 
FOR BETTER TESTING. If you do not have a sound 
room, you definitely should have them. It makes for 
accurate testing. 


No threshold shift. Calibrate with standard coupler 
without disassembling. 


May be used with all audiometers using TDH or Telex 
earphones. They may be added to your existing equip- 
ment or ordered with new equipment from your au- 
diometer supplier or manufacturer. 

Independent laboratory studies, published in medical 
journals, verify the superiority of AUDIOCUPS when 


compared to other circumaural systems. Reprints 
Tne sent on request. 


AMERIGAN OVERSEAS TRADING 


4619 So. Carrollton Ave. © (504) 488-1311 
New Orleans, LA 70119 


Audiometer headphones 








‘your -impres- 
sions out the door. You send your professional repu- 
tation along. We know that at Mid States, that's why 
we say that together we can create a masterpiece. 
Send us your impression. When it is perfect, so is 
our mold, and both our reputations. 

We warrant it. Acoustical success, cus- 
tomer comfort and aesthetic perfection. 

Write for our free catallog which includes 
an important chapter on the latest ear impression 
technique, venting and modifications. 


‘Ear mold suppliers for the Astronauts’ 








600 N. St. Francis 
ae Wichita, Kansas / 67214 
(316) 262-7013 


a Ask about our new Acoustically Tuned ear molds. 
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